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UNCLASSIFIED 

PAGE 01 ABIDJA 06089 271213Z 
ACTION COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-08 HUD-02 /021 W 

052475 272048Z/41 

R 2709 13Z JUN 78 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 9380 

UNCLAS ABIDJAN 6089 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, IV 

SUB J : SEWAGE COLLECTION SYSTEMS IN IVORY COAST. 


REF: STATE 130044 


ANSWERS ARE KEYES TO REFTEL QUESTIONS: 

2A. THERE ARE APPROXIMATELY 23 KILOMETERS OF UNDERGROUND SEWAGE LINES 
IN THE IVORY COAST. THESE LINES DEPOSIT OVER 800 HECTARES OF USED 
WATER ANNUALLY. 


B. THE PIPES USED RANGE FROM 1.5 TO 18 CUBIC CENTIMETERS. PIPES OF 20 
0 

MILIMETER DIAMETER ARE MOST COMMON. 


C. STORM DRAINS ARE SEPARATE FROM SEWAGE SYSTEM. 


D. AT PRESENT, LINES DO NOT WORK INTO TREATMENT PLANTS. HOWEVER.A 
FEASIBILITY STUDY FOR A TREATMENT PLAN IS NEARING COMPLETION. 


E. THE MAJORITY OF EQUIPMENT IS OBTAINED FROM FRANCE; HOWEVER. PRODUC 
TS 

AND SERVICES FROM SWITZERLAND AND DENMARK ARE UTILIZED. 

STEARNS 


UNCLASSIFIED 
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